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SECRET 121657Z OCT 71 CITE 


SUBJECT: EVAL 


MISSION C-301C 


1. IMAGE QUALITY: IMAGE QUALITY IS GOOD AND CONSIDERED THE 

BEST ACQUIRED FROM THIS SYSTEM IN THIS PROGRAM. INTERPRETATION 
- — — 

SUITABILITY OF CLOUD FREE PHOTOGRAPHY IS VERY GOOD. CLOUDS OBSCURE 
APPROXIMATELY 10 PCT OF ENTIRE MSN. 


2 . 

A. 


IJ2R 


D. 

iL# 

F. 

G. 

H. 

I. 

J. 


MSN DATA: 

MSN NO: C-301C 
DATE: 2 OCT 71 

CAM NO: 003 < H CAM); A/C TYPE: 

CAM MODE: 5 

T/0: 0100Z; CAM/ON: 0303Z 

FILM TYPE: UNKNOWN; EMULSION NO: 14JI-3-730 
EXPOSURE: UNKNOWN 

SLIT WIDTH: .150 It. 

FILTER: W- 12 


3. ORIGINAL NEGATIVE: 

A. EXPOSURE: GOOD 

J. DENSITY: MEDIUM; CONTRAST: LOW TO MEDIUM. 
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C. PHYSICAL DEGRADATIONS: HANDLING MARKS, STAINS ON FRS 5 68 - 


578. 


1 


D. IMAGED DEGRADATIONS: NONE NOTED. 

E. AUXILIARY DATA: FUNCTIONED PROPERLY THROUGHOUT. 
4. POSITIVES: VERY GOOD FOR INTERPRETER ION . 
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